Accounts Differ 


Jeb Bush threatened in Pennsylvania, 
taking refuge in a) a janitorial closet 
or b) a boiler room. 


He’d think a) quaint,exotic, 
b) home for GOP Machine. 


Both featured in prison, 
where he & K. Harris 


should lodge as a result 
of suppressing Florida’s 
black vote. 


